USDA 



United States Department of Agriculture fiWijiiI . El . 

Animal and Plant Heatlh Inspection Service \r&$ iu 

Inspection Report 


BREVARD COMMUNITY COLLEGE Customer IP' 1796 

Certificate' 5B-R-0126 

1 51 9 CL E ARL AKE FIOAD Siler 00 1 

(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 

COCOA, FL 3£922 Pale' Me r- 06-2006 


There are no regulaled mammals at Shis facility 
Ai applicable regulations & standards are m comp' once 


Prepared By; 


Title: 

Received By; 


ROBERT BRANDES. P V M US PA APHIS. Animal Care 
VETERINARY MEDICAL OFFICER Inspector 2002 



Date; 

Mar-06-2008 


Title; 


Rseb s of i 


Date; 

Mar- 06-2008 




USDA 



United States Department of Agriculture 
Animal and Plant Heaflh Inspection Service 'M *'"- , n ^ Iri 

Inspection Report 


DOLPHIN RESEARCH CENTER 


53901 OVERSEAS HWY 

GRASSY KEY FI 33050 


Customer ID’ 3&7 


Certificate 53-R-0CM5 
Sile- 001 

(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale Apg-27-£00& 


Mo non-compliances denlifiect during this inspection 


This Inspection inciudc-d all animals, rc-lalod facilities, IACUC function, documentation and protocol review. The facility 
meets or exceeds .--II ren.Jirsd slandards end regulations under lire Animal Welfare Act. 


Al previously identified non-compliances from the June 2007 inspection reporl have been corrected 


Animals inspected; I^Tursiops, 1 Zalophus. 


Prepared By: 

MARY E MOORE, D VM USDA APHIS- Animal Care 

Title: VETERINARY MEDICAL OFFICER Inspector 1044 

8 . !■ 7 ! ■ ! r :! by 


Date: 

Aog-27-£OO0 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Aug-£7-SOO0 





USDA 



United States Department of Agriculture 
Animal and Plant Heafclh Inapaclion Service y^nau , n ^ ^ 

Inspection Report 


DUMONO CONSERVANCY FOR PRIMATES & Customer I D' 1 &S3 

Certificate' 53-R-0121 

P Q BOX 246 Siler OQi 

(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 

MIAMI, FL 331 70 Dale- May-1 4-20OB 


No non-compliances denlilied during this inspection 


This was a focused inspection oi all regulated animals and relaled fac lities. 


Prepared By; 
Title: 

Received By; 


MARY E MOORE, D V M USDA, APHIS- Animal Care 

VETERINARY MEDICAL OFFICER Inspector 1044 



Date: 

May- 14-2008 


Title: 


PeijB s of i 


Date: 

May- 14-2006 




USDA 



United States Department of Agriculture 
Animal and Plant Heafclh Inspection Service Iri 

Inspection Report 


DUMQNO CONSERVAJMCY FOR PRIMATES & 

P O BOX 246 


Customer ID: 1&63 


CemFicafe 50-R-O121 


ShevOO? 


(b)(2)High, (b)(7)f 


MIAMI Ft 33170 


Type' ROUTINE INSPECTION 
Dale- May-1 4-200Q 


No rxin-comp!ignce& denlilied during this inspection 


No regulated animals present under Shis registration 


Prepared By; 
Title: 

Received By; 


MARY E MOORE, D V M USDA, APHIS- Animal Care 

VETERINARY MEDICAL OFFICER Inspector 1044 



Deter 

May-1 4-2000 


Title: 


PejjB s of i 


Date: 

May-14-200& 




USDA 



United States Department of Agriculture 
Animal and Plant Heafclh InspactiDn Service ir^p iu 

Inspection Report 


FAMD COLLEGE OF PHARMACY 


Customer ID' 874 


Certificate 55-R-Q012 
Sile- 001 

(b)(2)High, (b)(7)f 


410 FOOTE H IILVEFl ADMIN CTH 
TALLAHASSEE, FL 323Q7 


Type: ROUTINE INSPECTION 
Pale Au»g-13-30Q& 


Accompanied by 


(b)(6), (b)(7)c 


No rKmcomplianc# identified this inspection 
No covered species present. 


Prepared By: 

MICHELLE WILLIAMS PVM USDA APHIS. Animal Care 
Title: VETERINARY MEDICAL OFFICER Inspector 2028 

I . n ; !'■ i r :! by 


Date: 

Aug-1 3-3000 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Aug-13-3QO0 






USDA 



United States Department of Agriculture 
Animal and Plant Heatih I t it:p=»cEioi i Service s&tiscjr iu 

Inspection Report 


FLORIDA ATI. ANT- C UNIVERSITY 


777 GLADES HOAD. PO BOX 3091 
BOCA RATON, FI 33431 


Customer id - 900 
Ce-rtiFicafe 5S-R-0035 


She- 001 
(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale Jun-1 1-2003 


Mo ntm-compliances denlifiett during this inspection 


This inspection included animal related facilities and records IACUC documenleton ard protocol review 


Mo re&uiated animals presenl 


Prepared By; 
Title: 

Received By; 


MARY E MOORE, DVM USDA, APHIS- Animal Care 

VFTE RIMARY MEDICAL OFFICER Inspector 1044 



Date: 

Jtir>-1 1-2000 


Title: 


PaijB s of i 


Date: 

Jun- 11-2006 




USDA 



United States Department of Agriculture 
Animal and Plant Heafclh I t it:p=»cEioi i Service jatism ir^p id 

Inspection Report 


FLORIDA ATI. ANT- C UNIVERSITY 


777 GLADES HOAD. PO BOX 3091 
BOCA RATON, FI 33431 


Customer ip- 900 
Certificate' 53-R-0035 


Site: 0C£ 

(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Pale Se[H)3-£OG0 


No non-compliances denlifiert during this inspection 


No regulated animals present 


Prepared By; 


Title: 

Received By; 


MARY E MOORE, DVM US PA, APHIS- Animal Care 

VETERINARY MEDICAL OFFICER Inspector 1044 



Pete: 

Sep-03-2008 


Title; 


PaijB s of i 


Pate: 

5epKi3-£OO0 




USDA 



United States Department of Agriculture BMMn[B 

Animal and Plan I HeaNh InspBcEion Service hHJWrsrdisuiyi:? imp id 

Inspection Report 


FLORIDA HOSPITAL - CELEBRATION HEALTH Customer ID' 400$3 

FLORIDA HOSPfTAL CeftiNcflle: SfrH-0141 


NICHOLSON CENTER FOR SURGICAL 
400 CELEBRATION PLACE 


Site: 001 

(b)(2) High, (b)(7)f 


KISS IM WEE FL 847*7 


Type' FOUTINF INSPECTION 
Dele Nov- 13-2000 


2.31 W TO 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC). 

No member mgy participate in the IACUC review or approval ol an activity in which that member has a conflicting: 
inlETfetl (e.g. is> personally involved in the activity), except ID provide InFormalidn requested ay the IACUC, nor may a 
m&mbar who h as a conflicting interest contotute to the constitution of a quorum 

The registrant only has one protocol whose Pi is an IACUC member, A. i present IACUC functor® are cilhar directly 
or intfireotiy related to the IACUC member's protend- This PI should not serve as a member qF the IACUC because of 
a potential conllicl of inlerasL but may attend I he meeting and advise the IACUC as a guest. 

Correct by November 3D, 2QQB 

2.31 W (2) 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC). 

With respect to activities invoking animals, rhe IACUC, as ar agent oF ihe research facility, shall inspect at least 
ur ea every Six rnOnlhs. all oF IMS research Facility's annual Facilities, Including animal Study areas, using lisle -9. chapter 

I subchapter A- Animal Welfare as o basis tor evaluation 

Prepare reports ul Its evaluations conducted as required by paragraphs (c)(1) and (2) ol this section, and submit the 
reports to the Institutional Official ot the reseerrh 1.= rriliiy; Provided., however, Thai the IACUC may determine ihe besl 
maarte of conducting evaluations ol the research facility's, programs and Facilities; and Provided, lurther, 1 hat no 
Committee member wishing to participate in any evaluation conducted under (his subpal may be excluded The 
IACUC may use subcommittees composed ol at least two Committee members end may Invito od hue consultants id 
assist Ir conduci ng the evaluations, however, the IACUC remains responsible lor the evaluations and reports as 
required by Ihe Act and regulations. The raporls shal be reviewed end signed by a ma;ani|y of Ihe IACLJG members 
and must nclude any minority views. 

II program or facility deficiencies ere noted, the reports must contain a reasonable and spacllte plan and schedule 
with dates for correct' ng each deficiency Any Failure to adhere to the c an and schedule that results in a significant 
detoiEncy remaining jncarrecled shall be reported m writing within 15 business nays by the IACUC. Ihrough !he 


Prepared By: 

ROBERT BRANDES.DVM USDA APHIS- Animal Care 
Title: VETERINARY MEDICAL OFFICER Inspector 2002 

I , f ; !'< i ... r ;! by 


Date: 

Nov- 18-2006 


Title; 


(b)(6), (b)(7)(c) 


Date; 

Nov- 18-2006 





USDA 



United States Department of Agriculture 
Animal and Plan I Health InspaCliDri SflrviCB b jiki fs i a i ,r-p id 

Inspection Report 


Institutional Cflic-al, to AP HIS and any Federal agency Funding thal activity 

Tne IACUC nas not developed a formalize checklist or instructions to provide guidance to the IACUC site inspectors, 
n assisting I hem in perlorming I he semiannual lacilhy she visits,. At Ihe presen! time the -site visits am na: being 
performed every six months, and ato only performed by one IACUC member. At site visits shall be performed by a: 
feast 2 IACUC members , provided rhat anyone who wishes to perform e sile visit shall not be excluded. 

The site inspectors, shall prepare the reports oF men visits which wou*d include, bul limited to date of visit, site 
visitors, resells and recommendations ol fha Mite inspection. All deficiencies lhal ward observed on the Site visit shall 
be crassiliec as a significant or minor deficiency The report shall conta n a specie plan and schedule with dates For 
correcting each deficiency. 

Correct by January 1 , 3009 


There are no animals prosed al thrs iacilify today. 


Prepared By: 


Title r 

Received By: 


ROBERT BRAN DE5.DVM USDA, APHIS Animal Care Date: 

VETE PI NARY M ECHCAL OFFIC ER Inspector 2002 Nov- 1 3-2008 



Title: 


P333 & cf 2 


Date: 

Nov- 18-3008 



USDA 



United States Department of Agriculture BMMn[B 

Animal and Plant HefcTIh hispsiclion Service in; 

Inspection Report 


FLOHIDA INSTITUTE OF TECHNOLOGY 


SSO WEST UNIVERSITY BLVD, 

MELBOURNE FL 95901 


Cusiomer ID’ 021 S 
Certificate' 53-R-0020 


She- ADI 
(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Pale Jun-2S-20Q3 


There are no regulated mammals at Shis facility, and ihere has been no regulated activity since tfie test inspecton. 
Al applicable lACUC regulations and recordkeeping requirements are compliant on this inspection, 


Prepared By; 


Title: 

Received By; 


ROBERT BRANDES. D V M USDA APHIS. Animal Care 
VETERINARY MEDICAL OFFICER Inspector 2002 



Date: 

Jurc-£e-20Q3 


Title; 


P^EB 5 1 


Date: 

Jdn-26-2000 




USDA 



United States Department of Agriculture 
Animal and Plant Heafclh Inspection Service , r ^ Iri 

Inspection Report 


FLORIDA INTER NATIONAL UNIVERSITY 

UNIVERSITY PARK, MARC 430 
11200 SW &THST 

MIAMI. FL 33199 


Customer ID' 2S622 
Certificate' 53-R-0136 

■She - 00i 

(b)(2)High, (b)(7)f 


Type' ROUTINE INSPECTION 
Dale J ur -03-2003 


2,31 (c) 

INSTITUTIONAL ANtMAL CARE AND USE COMMITTEE (FACLJC). 

(c) IACUC Functions With respect to activities nuolving animals, the IACUC, as an agent oF toe research Facility, 
shall: 

(7) Rewaw end approve, require mocTnalions n (to secure approval}, or wilhholri approval of crapneed significanl 
changes regarding the care and use of anmals in ongo ng actlvilies, 

Protocol D6-Q13 has undergone saver aJ significant changes regarding Ilia cars and use o( too animats. These 
modifications ic the protocol have non received formal review and approval by toe IACUC. The modifications include 

"A d flerent entry location on the oody F-ck ihorajoc surgery 

'A change- m injeclabie anesthetics 

'The audition of an anesthetic reversal agent 

‘A change n antibiu-lics pasloperahvety 

Rabbits 3(1 and 31 Tecenlty had surgery under this protocol implementing che above changes withoul documented 
IACUC approva Without prior review and approval, the IACUC no longer has a complete description of the proposed 
use tor the animals under this protocol AH s gniFicant changes to protocols must receive IACUC approval prior to 
implementation. 

Correcl by: Immedmle. 

2-33 (t?> 

ATTENDING VETERINARIAN! AND ADEQUATE VETERINARY CARE. 

(b> Each research facility gha'l estaolish and maEntain programs of adequate veterinary care tool include: 


Prepared Byr 

MARY E MOORE, D VM USDA APHIS Animal Care 

Title: VETERINARY MEDICAL OFFICER Inspector 1044 

I . f !■< l r ;l I- V' 1 si ' L T - ' 


Date: 

Jiir-04-2003 


Title: 


(b)(6), (b)( 7 )(c) 


Date: 

J<ur-(H-2D0S 





USDA 



United States Department of Agriculture 
Animal and Plant Heallh Inspection Service 3 *;i^ mgpjd 

Inspection Report 


|4f Guidance to principal investigators and other personnel involved m the care and use of antmals regarding 
handling, Immobilization, anesthesia. analgesia, tranquUlialion. and euthanasia; 

Twn approved protocols require the use of sodium penlodarbilal J or eulhanasia oF regulated animals. The Facility if, 
not usin^ a pharmaceutical grade product lor this purpose. Commercial sodium pentobarbital euthanasia products 
are readily available end must be used to assure quality control of the product For this critical procedure. 

Gorred by: Immediate 


|5J Adequate pre-pmcerkiral ants post- procedural care in accordance with current established veterinary medical and 
nursing procedures 

Protocol DB-01.3 requires adminlslration ol Buprsnorphim eve^y a hours poetopefatlvely lor a 24 hour period. A 
review oF medical and surg eal records mdicaled that rabbit # 31 received one injection at 4 p m June 2 , £003, 
immediately posl-op and a second injection al 12 a.m. Juno 2. No additional inject tans were documented at Lhe lime 
of this inspection winch was 2:M pm, June 3. £006 

Protocol 05 020 r&quires administration ol Bicilhn every other day posL operatively during the chronic portion of lhe 
sludy A review of medical records during the 30 day post operative pened indicated lhai rabbit #£9 did not receive 
ar-l OiOtiC therapy Ol any bird. 

All post operative analgesics and medicahons must be administered awarding to approved protocols to assure 
adequate pain relief and appropriate veterinary care Administration el an medications should be accurately 
documented. 

Coned by; Immediate 


Prepared By: 
Title: 

Received By: 


MARY E MOORE, D V M USDA, APHIS Animal Care Date: 

VETE Rl NARY M ECHO AL QFFIC ER Inspector 1 W4 Jur»- W-2W8 



Title: 


P333 & 2 


Date: 

Jiirv-EH-SOQS 



USDA 



United States Department of Agriculture 
Animal and Plant Heafclh InspactiDn Service 335235 , r ,^ ^ 

Inspection Report 


FLORIDA STATE UNIVERSITY 


LAB ANML RSCS l Of BIQMED RSCH FAC. PO BOX 3064341 
TALLAHASSEE, FI 32306 


Customer ID' 373 

Certificate' 56-R-OOOt 

She' 001 
(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale Aug- 14-2606 


Accompanied on infection py 


(b)(6), (b)(7)c 


No notwompfanoB identified this inspection 


Prepared By: 

MICHELLE WILLIAMS DVM USDA APHIS. Animal Care 
Title: VETERINARY MEDICAL OFFICER Inspector 2028 

I , O !"' i .'! I- V 


Date: 

Aug-14-2009 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Aug- 14-2006 






USDA 



United States Department of Agriculture 
Animal and Plant Heatlh Inspection Service i ^ i t^o- ir^p iu 

Inspection Report 


HILLSBOROUGH COMMUNITY COLLEGE 

1S06 N PARK RD 


Customer ID' 33000 
Certificate- 5B-R-0133 
She, ■TO. 1 , 


(b)(2)High, (b)(7)f 


PLANT CITY, FL 33563 


Type' FOUTINF INSPECTION 
Dale Apr- 14-30M 


There are no regulaled mammals at Ihis facility today. All app^csole regulations are compliant on rh.s nspacsion 


Prepared Byj 


Title: 

Received By; 


ROBERT BRANDES. D V M USDA APHIS. Animal Care 
VETERINARY MEDICAL OFFICER Inspector 2002 



Date: 

Apr- 14-2Q 03 


Title: 


PeijB s of i 


Dete: 

Apr-l 4-2009 




USDA 



United States Department of Agriculture -UMMf 

Animal and Plant Hen' Id I ? it:p=<cEioi i Service :#.&(; 5 aD ir^p iu 

Inspection Report 


INTERNATIONAL INSTITUTE FOR BIOMEDICAL- RESEARCH 

Customer ID' 22152 


Certificate: 5S-R-C137 
Site' 001 

(b)(2)High, (b)(7)f 


230- 10STH AVE STE 501 

TREASURE ISLAND. FL 33706 


Type: ROUTINE INSPECTION 
Pale Jol-29-3000 


2,33 (t>> 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE. 

fbji Each reseanch facility shall establish and maintan programs of adequate veterinary care thal include: 

(13 The availability ol appropriate facilities, personnel, equipment, and servces to comply with the provisions pi this 
subchapler: 

(2) The use of appropriate methods lo prevent, control, diagnose, and treat diseases and injuries. 

Several bags of sodium chloride used For fluid administration were stored in the laboratory One bag was hanging on 
Ihe IV Sland in :ha treatment room. All were expired with h May 2QC3 dating. The use oF expired agents for 
ihe-apeutic purposes does rot mee' acceplsb e veterinary care standards, Expired pharmaceuticals and fluids st cold 
tie discarded' 3F>eir use is not permitted in peculated animals nnr.er Che Animal Wellare Act. 

Correct py; This non-compfience was corrected during this inspection 


Prepared By; 


Title: 

Received By; 


MARY E MOORE, DVM US DA, APHIS- Animal Care 

VETERINARY MEDICAL OFFICER Inspects 1044 



Date: 

Jul-29-2000 


Title: 


5 of 1 


Date: 

Jul-29-3000 




USDA 



United States Department of Agriculture 
Animal and Plant HeaFlh iTispaction Service ^ nar , n ^-, Iri 

Inspection Report 


INTE R NATIONAL INSTITUTE FOR Customer I D: 221 52 

CertiFicale: 53-R-C137 

220 - 1 08TH AVE STE 50 1 Siler 00 1 

(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 

TREASURE ISLAND, FL 33706 Pale' Apr-2 1-2006 

2.38 (b> REPEAT 

MISCELLANEOUS. 

[b!> Access and inspection ol records and properly 

fl | Each research facility shall, during business hours, ajlow APHIS officials: 

<<■ To onler Its place of business 

iii) To examine records requited La be kept by Lhe Act and the regulaljariG in this part; 

(iii) To make crrsiies a" the records: 

Documental an lo verify JF'h anpnmrmen! nl the Facility's IACU 1 " memaers ay ihe Institutional Official was riot 
available during this iHsprcltair Verification of ina appoinlmenrts was nol conlained in the lACliC mlnulas. The 
IACUG chair was contacted by phone by anpiher IACUG member during ihis inspection and a message was relayed 
lo Uils Inspector that the- doeumenlatiun was ihuuyot lo bo in ihe farm aF a mamo-'electr&nic iransflilselon. A copy ol 
ihis record was lo oe transmitted to this inspector oy the close ol business April 22 2008 but was not received 


This is an amended inspection report correcting the omission ol the registration certiFicale on the following inspection 
[221 52 . 356065 . 49706 ) 


Prepared By: 

MARY E MOORE, D VM USDA, APHIS. Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector 1044 Sep-30-2606 

nncnivrm By 


(b)(6), (b)(7)(c) 


Title: 


s of i 


Date: 

Sep-30-2006 





USDA 



United States Department of Agriculture -UMMf 

Animal and Plant Heatlh I t it:p=»cEioi i Service , r?fl (li 

Inspection Report 


LEMUR CONSERVATION FOUNDATION 


PO BOX 24W42S0Q 73RD AYE E 
MVAKKA CITY, FL 34^51 


Cusiomer ID’ 9733 
Certificate' 5S-R-Q12S 


She- 001 

(b)(2)High, (b)(7)f 


Type' ROUTINF INSPECTION 
Dale Aug- 14-0006 


Mo non-compliances denlifiett during this inspection 


This inspection included all animals, relaled facilities, IACUC documenlalion and protocol review. 


Animals inspeclsd: 1 1 Mongoose Lemurs. R Ring-lai«ad Lemurs, 1 White Fronled Brown Lemur, 8 Red Rulled 
Lemurs. 3 Bamboo Lomurs 4 Sanford's Lemurs, 3 Common Brown Lemurs, 2 Collared Lemurs, 2 Grown Lemurs. 


Prepared By: 

MARY E MOORE, D V M USDA APHIS- Animal Care 

Title: VeTBRINARY MEDICAL OFFICER Inspector 1044 

1 by 


Date: 

Aug-14-0000 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Aug- 14-0006 





USDA 



LUEEE FOUNDATION iNC 


J0O9NW 192WDAVE 
GAINESVILLE, FL3S6O0 


United States Department of Agriculture BMMn[B 

Animal and Plant Heatlh I ? it:p=<cEioi i Service i ^ i m l> ir^p iu 

Inspection Report 


Customer ID’ 3002 
Certificate' 53-R-013t 


sue- nm 

(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale Jul-i 6-J200& 


2,31 W 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC). 

With respect to activities involving animals, the IACUC, as ar agent of the research facil ty, sh-alt: 

(1 J Review, al least once every six months, tfie research facility's program lor humane care ant! use ol animats, 
using title 9, chapter I, subchapter A- -Animal Welfare, as a basis for sva uation- 
(2) Inspect, nt least anne every rCis nran&ig all or Ine research facility's animal fac tries, including an rrial study 
areas, using title 9, chapter I subchaplcr A Animal Welfare, as a basis for evaluation, 

The IACUC has not been meeting every six months and has not performed a site inspection every six months. 

The IACUC should have met ii June 20Q7 £ June 20D8 (which wou lI have mean C monlhs alter ils previuus 
meeting) The IACUC did meet and perfrom a site inspection In December 2006 4. December 2007, 


The IACUC also performs the s-te visit alter the meeting, so there wore no site inspections performed after the 
missed meeling in June £007 4 June 2006. 

The IACUC snail meet & pedonm a site inspection every si* months 
Cnrred by Augusl 1 5. 2000 


3,131 (c) 

SANITATION, 

Prem ses (brewings and grounds) shall oe fcept dean and m good repair in order to prolect the animals from injury 
arid to facilitate IhE prescribed husbandry practices eel forth in If -is subparf. 

The ttgpm ir !he Core area night houses located in pens # 4 . (¥ 6 , & #12 have peels ng pa ml nn I he lioors, Tfie walls m 
Ooro aroa mghl house « 5 hava peeling pamt on the waits. 

These surfaces now have exposed porous concrete and do not facilitate the proper cleaning & sanitation and are not 


Prepared By r r 

ROBERT BRANDES.DVM USDA APHIS. Animal Care 
Title: VETERINARY MEDICAL OFFICER Inspector 2002 

8 , . ! 1 3 : • '! by 


Date: 

Jul-16-2006 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Jul-16-2009 





USDA 



United States Department of Agriculture 
Animal and Plan l Health Inspection Service 191 eiO 

Inspection Report 


in pood repair, 

These surfaces shall be repainted, resurfaced or otherwise be put into good repair, 
■Cnrrpcl by September 15, 20QS 


Prepared By; 

ROBERT BBANDES.DVM USDA, APHIS Animal Care Date: 

Title; VETE Rl NARY M EOICAL OFFIC EH Inspector 2002 Jul -1 6 - 2 Q 0 & 

Received By; 

Title; 

Page & -of 3 



FlIflMdjEFi 

inspjd 



USDA 



United States Department of Agriculture BMuin[B 

Animal and Plant HefcTIh I t it:p=»cEioi i Service i^ituo. ir^p Ir i 

Inspection Report 


MP ANDERSON CANCER CENTER Customer ID' 10QQ 

Certificate: 56-R-Cl£0 


ORLANDO CANCER INSTIT 

LITE 

Sile 

00i 

(b)(2)High, (b)(7)f 



(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 

ORLANDO. FL, 33S06 Pale' MBf-27-2008 


All applicable regulations & standards are compliant on this inspection 
Current inventory ; i pg 


Prepared By; 

ROBERT BRANDE5.PVM US PA APHIS- Animal Care 

Title: VETERINARY MEDICAL OFFICER Inspector 20QS 

I. r‘:r' i is v 


Date; 

Mar- 2 7 -2 006 


Title; 


(b)(6), (b)(7)(c) 


Pete; 

Mar-27-2008 





USDA 



United States Department of Agriculture -UMMf 

Animal and Plant Heafclh Inspection Service ir^p 

Inspection Report 


MIAMI PAPE COLLEGE MEDICAL CENTER CAMPUS 


VETERINARY TECHMOLOQV PROGRAM: 

MIAMI, FL 35127 


Customer ID’ 29Q42 


Certificate 5S-R-C135 
Sile- 001 

(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale Feb-2«-2003 


2,31 W 

INSTITUTIONAL ANtMAL CARE AND USE COMMITTEE (IACUC). 

ic) IACUC Functions With respect to activities involving animals, the I ACU-C, as an spent oF the research Facility, 
shall: 


(1) Review, al leesl once every six months, the research facility's program lor humane cane and! use of animate, 
using Hilo 9, chapter I, subchapter A Animal Welfare, as a basis For eva uaLion. 

i£'i inspecl, at least ones every sex months all of hie research Facility's animal facilities, Including ammal study 
•areas, using title 9, chapter !, subchapier A-Animal Welfare, as a basis For evaluation; 

(3) Prepare reports of its evaluations conducted as requ red by paragraphs (c)(1) and (?) of this section, and 
submit the reports to ihe JnstilufinneJ Official erf the research laeilily; The reports shall be reviewed end signed try a 
majority of ihe IACUC members and musL include any minority views. The reports shall be updated al least once 
every six month's upon completion oF Ihe required semiannual evaluations and shall be maintained by Ihe research 
laeilily and made ava labia to APHIS. The reports must our lain a uoserption ol the nature arid extant or me researcti 
facility's adherence to this subchapler must identify specifically any departures from the provisoes of title 9, chapter 
I, subchaplar A- Animal Welfare, and mute slats the reasons for each ceparlure. The reports must distinguish 
significant deFiciencies Fronn minor defi&encies. 

The IACUC ast reviewed the facility program lor hunane care and use ol animals, inspected animal laclht-es and 
prepared a resort of its evaluations For submission to the Institutional OFFiciai (IOf n February 2007 

Semiannual evaluators are required to ensure facility compliance with USDA regulations, facilitate the humane care 
ard use cl requlaled animals Hid guide IACUC Junction nc and cveraghl. Cornmur nation wilh Ihe IQ is Essenlsal for 
assurance that the Facilay adheres, to all standards and regulations under the Animal Welfare Act. 

Ctirrod by: Immediate. IACUC laeilily Inspections, program reviews and reports lo Ihe 10 must be conducted and 
completed evety 6 months as required under me Animal Welfare Act 


Prepared By; 

MARY E MOORE, D VM USDA APHIS Animal Care 

Title: VETERINARY MEDICAL OFFICER Inspector 1044 

I . n ; !'< i ... r ;! I- 1 * si > i ' 


Date-; 

Feb-26-2003 


Title: 


(b)(6), (b)(7)(c) 


Date; 

Feb-3«-200e 
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United States Department cf Agriculture 
Animal and Plan l Health Inspection Service u&BP5r> 

Inspection Report 


Nu regulated animals were presenl during this inspection. 


Prepared By: 
Title r 

Received By: 
Title r 


MARY E MOORE, D V M USDA, APHIS. Animal Care 

VETERINARY MEDICAL OFFICER Inspector 1044 



Date: 

Feb-£6-20Q8 

Date: 

Feb-2«-5008 


Pag? & vt 3 


iraspjd 



USDA 



United States Department of Agriculture 
Animal and Plant HefcTlh I ? it:p=<cEioi i Service , r?fl (li 

Inspection Report 


MOTE MAH IN E LABORATORY 


1600 KEN THOMPSON PKWY 

SARASOTA FL 34236 


Customer ID’ 909 
Certificate: 58-R-O041 
She- 001 


(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale Seth 18-3000 


3,101 Fa) 

FACILITIES. GENERAL. 

la '( Construction requirements. 


(1) Indoor artf outdoor hous-ng facilifaes For marine mammals must be structurally sound and must be maintained in 
good momr In prelect 3ha animals tram injury. 

The shallow end of the dolphin enclosure, which functions as a separate radical nonl, has a concrete rim that is 
coated win stucco like material This coaling is cracked m many places and pieces ol the material are missing 
leading obvious botes gno divots m the coating. At 'east 3 loose pieces of ?hi& coal ng were noted next 1o Ihe pool 
edge during Eh s inspection. 

The rirn of this poet should ae reps red or replaced la rrieinlain ih e Fxiusicg Facility in good repair. Conlinued 
deterioration ol this surface could result In- accidental ingestion of a lor&ign body by the dolphins. 

Correct by: October 17, 200B. 


This inspection included all animals and related facifities, lACUC function, dwy mentation and protocol review, 


Prepared By: 

MARY E MOORE, D VM USDA, APHIS. Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector 1044 SejHS-MOfl 

n nen ivnd By " - 


(b)(6), (b)( 7 )(c) 


Title: 


FsEB 5 1 


Date: 

Sep- 18-2009 
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United States Department of Agriculture -UMMf 

Animal and Plant Hefei' Ih I ? it:p=<cEioi i Service M -112 im^> iu 
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MOUNT SINAI MEDICAL CENTER 


4S00 ALTON RD 
MIAMI 3EACR, R 33140 


Customer ID' 871 
Certificate' 5S-R-0005 


Site: 001 

(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale JuhO9-£OO0 


2,3i m 

INSTITUTIONAL ANtMAL CARE AND USE COMMITTEE (IACUC). 

I.df IACUC review Of activities involving animals. 

(I) In order to approve proposed activities ihe IACUC shal conduct a review of those components ol the activities 
re 3;ad in rhe care and use of animals and detarmina ih-at I he proposed aclivihaa are in accordance with ihis 
subchapler unless accoptablo justification for a departure is presented n writing 

(II) Tha principal investigator has. considered alLenriathres to procedures that may cause more than momentary or 
slight pain or oi&tresa So the animals, and has provided a whiten rwmlive description of the melhods and sources 
used tu dtitermine that alternatives WEre rat available; 

Protocol QB-OI-A-O’ approved by the IACUC. contains a written daseripl:an of a database search for dernar.stralinn 
compliance wish ihe rocuiroment So consjdor alternatives to painful, distressful procedures However. me Keywords 
documented as used in the search ■alternative 1 ' enri "aliemalives lo animal testing." gr= inadequate to selectively 
locate possible alternatives lor this specific protocol and procedures 

To assure eltemaiives to painful prooaduras are considered prior Id protocol approval by Ihe IACUC, an appmpriate 
search for these alternatives must bo conducted and subsequently documented by the principal mvesligalor AH 
protocols must contain, adequate wnllen description oF the methods and sources used to fete 'mine that alternatives 
1o painlul procedures ware no! available prior to approval by Ihe IACUC. 

Correct by: immediate. 


Prepared Byr 

MARY E MOORE, D V M USDA APHIS- Animal Care 

Title: VETERINARY MEDICAL OFFICER inspector 1044 

I . r ; !'< 1 ... r ;! I- y ] 3 iy|- f v . > = M:1 ^ ' ' ' 


Date: 

Jiil-(i9-fOO0 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Jul-09-2008 





USDA 



United States Department of Agriculture -UMMf 

Animal and Plant Health Inspection Service , n ^-, Iri 

Inspection Report 


SOUTHPORT ANIMAL HOSPITAL 


400 S E £3TH STREET 

FORT LAUDERDALE. FL 30316 


Customer IP' 271 SO 
Certificate' 5S-R-Q133 


She 001 

(b)(2)High, (b)(7)f 


Type' ROUTINE INSPECTION 
Pale Jar-07-2008 


2,36 (t>> 

ANNUAL REPORT. 

(b| The annual report shall: 


l&l State the common names, and the numbers of amma-s upon which experiments, teaching, research, surgery or 
teals were conducted involving acnpmpgriying pair or niislre&F. In ihs animats end lor which apnraprialH ane&ltielic, 
analgesic, or tranqui Using drugs were used. 

The 2M7 annua! report lilod by the laoilily under reported iha number of eofumn D animals used in the 12 month 
period covered by the report- The annual report must accurately reflect animal use by the Facility during the reporting 
period. The method cl counting and animal fracking for report au poses should be evaluated and modified if 
necessary to ensu re lutore reports are correct. 


Caned by. A corroded annual roporl should bo filed wilh API US Animal Caro immediatoly. 


Animals irspeded: 4 Dogs. 


Prepared By; 
Title: 

Received By; 


MARY E MOORE, DVM US PA, APHIS- Animal Care 

VETERINARY MEDICAL OFFICER Inspector 1044 



Pate: 

.Jar.-Q7-20Q8 


Title: 


PeEB s of i 


Pate: 

Jar.-GT-SOQS 




USDA 



United States Department of Agriculture 
Animal and Plant Heahh Inspection Service i|i^4 Ir < 

Inspection Report 


ST PETERSBURG COLLEGE 


7£fl0 eSTH ST NORTH 

PINELLAS PARK, FL 337&1 


Customer ID' 914 


CemFicate 5B-R-C023 
Site: 001 

(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Pale SepH)4-pQG0 


2,35 (t>> m 

RECORDKEEPING REQUIREMENTS. 

Every research facility shall make, keen arid maintain records or form^, which fully and correctly disclose the 
lullowing irtfCHTnalian concerfiiny each live deg nr cat purcFndsed cr ctberivise acq jirsd. owned, held, or otherwise in 
the-r possess.on or under their control, iransponed euthanized, sod. or otherwise disposed ol by ihe research 
laCilily. The records shell include ary airspring born at any animal while in the research lability's possession or under 
its control : 


The vehicle icense number and Stale, and the drier's license number {or photographic ictemtiTicallon card lor 
nondhvers issued by a Stale) and Sta^e oF ihe person, if he or she is not licensed or registered under the Ad; 

The registrant has not obtained some ol the vehicle lag numbers for some o* the acquisitions of donated animals 

The drwere lieanss numuor (or Social Security number) AMD vehicle lag nuimboi arc required lor all acquisitions. 

Correct immediately 


2-38 (0) (&> 

M1SCELLANEOUS- 

Qfficial tags shall be serially numbered and shall be applied Eo dogs or cats in the manner set forth n this section in 
as close tu consecutive numerical order as possible. 

Upon review cl Ihe acquisrlipt] records the dogs and cats. <1 is ^pparanl lhal the lacility is nal applying Ihe o £ Ficial 
USDA ID tags m as cksse 1o consccuhvo numerical order as possiblo. 

All ID tags shall be applied in as close to consecutive humoral order as. possible. Alternatively, tfve animals may be 
microch pped (.approval has been granted Formicrochipping by th s nspectori 


Prepared By: 

ROBERT BRANDE5.PVM USDA, APHIS. Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector £0Q£ Sep-O4-£flO0 

nc.-mvcd By: 1 - 


(b)(6), (b)(7)(c) 


Title; 


PejjB 1 cf 2 


Date: 

Sep-04-2000 





USDA 



United States Department of Agriculture 
Animal and Plan I Health InapaCliori SflrviCB i gia^4 m-p m 
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Ccrreci immediately 


3,6 (at (ii) 

PRIMARY ENCLOSURES. 

Primary enclosures musl be constructed and maintained so that they protect ihe dogs and cats from injury 

There ss an electrical outlet on the wall in the community cal room, This unprotected outlet lested at 1 1ft volts, and is 
accessibe to the cals in this roam . 

This oullet poses a risk oF electrical injury or shock to iFie Oats if they should put thetr claws, mouth- or tongue on or in 
it: and shall eilfi&r be dlsocmn&cled (ram the aleclrlcal eurren! at covered la prevent injury. 

Carried by September in, 2QG3 


Prepared By: 


Title r 

Received By 4 


ROBERT BHANDE5.PVM USDA, APHIS Animal Care Date: 

VETE PI NARY M EPICAL OFFIC EH Inspector 2002 SethOA-EftCft 



Title: 


P3£B & $ 2 


Date: 

SepHM-SQGft 



USDA 



United States Department of Agriculture -UMMf 

Animal and Plant Heald I ? it:p=<cEioi i Service ir^p iu 

Inspection Report 


THE MANNHEIMER FOUNDATION INC 


20255 SW 360 ST 
HOMESTEAD, FI 33034 


Customer ip- 868 
Certificate' 53-R-0021 


She- OOi 

(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Pale SetH)5-£0G3 


3,75 fa> 

HOUSING FACILITIES, GENERAL. 

aj Structure- construction Housing labilities tor nonhuman primates must tie designed and considered so that they 
are Structurally sound lurltn spades at nan I ilti nan prim a Las housed in them. They must He kepi In good repair, and 
floey must protect the animals From injury, consam the animals securely, anti restart other animals From entering 


A section of corral 3. currently housing baboons, is missing al leasl 2 targe vertical pole braces used to reinlorce me 
melal panels at 'he top oF ihe corral These braces are especially important during high wind events io *eep Fhe melal 
panels Intact and the animals contained 

These braces should be repaired or replaced immediately as a high wind evanl in this area may be imminent 
Cnrrecl by: September ft. 2008. 


3,75 W 

HOUSING FACILITIES, GENERAL. 

ic) Surfaces 

111 General requirement Any surfaces ttial come in contact with nonhuman primates must' 

(i) Be Ire? of excessive rust lhal pjevenls the required cleaning and sanitizalkpn, or that aFFects the structural strength 
of the surface, and 

[ii} Be Iree of jaggerf edges. or sharp points lhat might Injure the animals 

"The secondary conlainment areas aF held Cages 3, 6b, 7a. 12 and cumal 4 have melal panels wilh excessive y r usled 
areas lhal have created significant holes in the panels 

"Gago 1 1 22 has significant rust on the enclosure chain Jink on the upper nortn srdo ol the enclosure A p'coc & wire 


Prepared By; 

MARY E MOORE, D VM US PA, APHIS. Animal Care Pate: 

Title: VETE PI NARY M EPICAL OFFICEFI Inspector 1044 Se[M)5-26Ci0 

n non ivnd By 


(b)(6), (b)(7)(c) 


Title: 


F'3BB 1 cf 2 


Qafe: 

Sep-05- 30 08 





USDA 



United States Department of Agriculture 
Animal and Fieri I Heallh InapaCliDri Service ir^:p_id 

Inspection Report 


has broken off and is mining in Ihis area- The chain link could unravel in this area and compromise containment of 

Ihe aniiTia e-. 

"Cage 1 1-4 ha a a large hqnzantal metal support pipe which is excessively rusle.1 wilh a reselling hole in I he northeast 
comer. Jagged and sharp edges were visible and easily accessible lo the an mals in the enclosure 

'Cages 1 1-1 , 1 1 2 and 1 1 -9 have chain link which is excessively rusted and Nak ng near iha tups u the enclosure. A 
piece oF rusted chain link on she south side oF cage 1 1-9 near Ihe top was holed to be very thin and compromised 

The above documented surfaces must be repa-red or 'eplaced, Structural integrity oS some enclosures has been 
compromised by excessive rust and/or a ‘so resulted rn jagged edges wh-nh could cause an mal injury. 

Corred by: September 19- 2008 


This- inspection was conducted over a 2 day period September 4 & 5. 2C08. 

The inspection nclgded all animals, facilities, IAGUC Function, documentation and protocol review. 


Prepared By: 


Titler 

Received By: 


MARY E MOORE, D V M USDA, APHIS Animal Care Date: 

VETERINARY MEDICAL OFFICER Inspector 1044 Sep-OS-SODS 



Title: 


P3£B & <jf 2 


Date: 

Sep-05- 20 06 
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THE MANNHEIMER FOUNDATION INC 


Customer ID’ 060 


Certificate 53-R-002T 

Site' 002 

(b)(2)High, (b)(7)f 




■fcl-Lrii 

iRspjd 


20255 SW 330 ST 

HOMESTEAD, FL 330-34 

3,75 M 

HOUSING FACILITIES, GENERAL. 

(c) Surfaces 

m General requirements Any surfaces lha! come in contact with nonhuman primates must 

(i) Be free of estcoss ve rust lhal provenls the required cleaning and sanitisalrom, or that affects the structural strength 
of tne surface; 

At least 4 primary enclosures currently housirg macaques cages i . 4 gnp 1 0, in section 13 have cba.n link 

surlacas al the bop and rron! which are excessively ruSied. The metal surfaces ara pealing and Making in some rusiad 
areas, Structural integrity of the fencing was noted to be compromised n al least one area where w.re couid 
potentially easily break. 

Primary enclosures in section 30 were noted to have excessive rust wi f h resulting Flak ng and peeling ot the metal 
aurlaces.. I ha alfeeled surfaces were primarily near the top and Iron! ol lha enclosures. 

Primary enclosures in section 32 were noted Eu have excessive rUSl. Tfie affected surfaces ware primarily near Eh a 
lop and front of the enclosures. 

At least 2 primary enclosures currently housing macaques, cages 4 and 5 n section T9 have chain link surfaces wllh 
excessive rust concentrated near the top and Front of the enclosures. 

Excessive rust prevents appropriate sanitation which could adversely aftect ammai heatlh. put more importantly, the 
nolec compromise of structural nlegnly or Ihe enclosures is a mem immediate animat c-onlairrriEnl concern 

These excessively rusted surlanes should be repaired nr replaced. 

Correct by: September &, 20 06 


Type' RC'UTINF INSPECTION 
Date Aug-06-2300 


Prepared By: 

MARY E MOORE, D VM USDA, APHIS. Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector 1044 Aug-06-2300 

nn.-nivnd By: 1 - 


(b)(6), (b)(7)(c) 


Title: 


P300 1 £ 


Date: 

Aug -06-2300 





USDA 



Prepared By: 
Title r 

Received By: 
Title : 


United States Department of Agriculture 
Animal and Fieri I Heallh InapaCliDri SflrViCB J 55.123 irt^pjd 

Inspection Report 


MARY E MOORE, DVM USDA, APHIS. Animal Care Date: 

AL»g-06-£fl08 

Date: 

Aufl-06-8006 


YtTE Rl NARY M E □ 1C AL OFFICER Inspector 1 044 



Pace i 



USDA 



United States Department of Agriculture 
Animal and Plant Heafclh iTispaclton Service iu 

Inspection Report 


UNIVERSITY OF CENTRAL FLORIDA 
OFFICE OF RESEARCH & 

12201 RESEARCH PARKWAY, SUFTE SOI 


OR I ANDO FI J2&26 


Customer ID' 875 
Certificate: 50-R-80H5 
Site: 001 

(b)(2)High, (b)(7)f 


Type' ROUTINE INSPECTION 
Dale Apr- IS- 20 08 


2,31 re) m 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC)- 

A proposal to conduct an activity involving animals, or to make a Significant change in an ongoing activity Invoking 
animals, must c&nta n a complete description nl the proposed use o! the animals. 

Pratncol # 0&-20W involves the pepping nl muskrats. lax squirrels, weasels, and other unregulated species on an dil- 
ate ranch Tho protocol, as Stilton does rwl adequately describe the trappingtaaptura procedure. it does not 
provide For any details on how long the traps are set wt for. the frequency of checking Ihe traps to eee if anin-flls are 
inside, kite maximum amount ol lime Lhal an animal may be in Ine trap before being released back Into he wild, 5, 
provisions for food & water (iS applicable $ based upon the period oF lime that they an? confined in the lrapsj- 

The protocol does mdicale toai shade cloth will be used, but does not provide any details for prolection during 
inclement wealher (rain), if applicable. Shade cloth will not adequately protect an animal final is confined to a small 
area from rain. I he protocol also docs not provide lor any security measures to protect tho trapped animats from 
polenfi "il predators, and ihe public, that may be on the property during any limes when the researchers are not 
actually present at the ranch area. 

This projEd has ended. All future protocols shall adequately describe She procedures and prenosed use a? Ihe 
regulated mammgis 

No correction necessary at this time Ensure shat ah future p-miocols contain a completion description at the 
proposed use of the animals 


Prepared By; 


Title: 

Received By; 


ROBERT BRANDES. P V M US PA APHIS. Animal Care 
VETERINARY MEDICAL OFFICER Inspector 2002 



Date: 

Apr- 15-2009 


Title: 


F^EB 5 of 1 


Date: 

Apr-l 5-2008 




USDA 



UNIVERSITY OF FLORIDA 


P 0. BOX 1 15500 
GAINESVILLE, FL32&t1 


United States Department of Agriculture 
Animal and Plant Health hispadion Service himdis* ir^p ,n< 

Inspection Report 


Customer ID’ S&9 
CemFicale' 53-R-0003 


She- 001 
|b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale Bepb17-20G& 


Mo npncomptances identified on this inspection 


Inspection ccnc acted 

(b)(6), (b)(7)(C) 

(b)(6), (b)(7)(C) 



Exii interview conducted ™ih 


(b)(6), (b)(7)(C) 


End of repod 


Prepared By; 


Title: 

Received By; 


DEBRA M SIME, D V M USDA APH IS Animal Care 

VETERINARY MEDICAL OFFICER Inspector 1072 



Date: 

Sep- 17-2008 


Title; 


PaEB s of i 


Date: 

5ep-17-2008 





USDA 



UNIVERSITY OF FLORIDA 


P 0. 0OX 1 15500 
GAINESVILLE, FLSHtl 


United States Department of Agriculture 
Animal and Plant Heafclh Inspection Service 34 nDfi!» i™^> in* 

Inspection Report 


Customer ID' S&S 
Certificate' 58-R-00Q3 


She- OCn 

(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale Jar -£9-2008 


THIS WAS A FOCUSED INSPECTION TO RECHECK THE ITEMS PREVIOUSLY CITED IN THE FIEPOHTOF 
JULY 19. 2M7. 

THERE WERE NO NONCOMPLIANCES NOTED AT THIS FOCUSED INSPECTION ALL PREVIOUSLY CITED 
NONCOMPLIANCES HAVE SEEN CORRECTED. 


Prepared B/p 

TAMI l HOWARD. D V M USDA, APHIS. Animal Care 

Title: VETERINARY MEDICAL OFFICER Inspector 1065 

I . f‘ .' !"' I :! IS V' i/Sf"; f A -f , K p 


Date: 

J-an-K-2008 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Jan-29-2008 





USDA 



UNIVERSITY OF FLORIDA 


P 0. 0OX 1 15500 
GAINESVILLE, FL32&t1 


United States Department of Agriculture 
Animal and Plant Heafclh Inspection Service lezratt ir^p ,r< 

Inspection Report 


Customer ID’ S&S 

Certificate' 53-R-0003 

Sile- 004. 

(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Pale Sep-59-POO0 


Inspection conducted at the^ b ^ 2 ^ H ' 9h ’ ( b ^ f 


Accompanied by 


(b)(6), (b)(7)c 


Nr ngngpfnpl ance identified I hie inspection 


Prepared By: 

MICHELLE WILLIAMS- DVM USDA, APHIS. Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector £023 5et>-£9-£OO0 

ne.-mve-n By" I __ , 


(b)(6), (b)(7)(c) 


Title: 


PeEB s of i 


Date: 

Sep-29-2000 
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United States Department of Agriculture 
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IjNIVEHSFTY OF MIAMI 


U OF MIAMI SCHOOL OF MFD {R64 


(b)(2) High, (b)(7)f 


MIAMI FL 33101 


Customer ID’ ST? 
Certificate' 58-R^Q(Xi7 

She’ 001 

(b)(2)High, (b)(7)f 


Type: ROUTINF INSPECTION 
Dale 5ep-24-?OG0 


Mo non-compliances denliliett during this inspection 


i his inspection was oardunleri September 23 and 24 and included nil animals farilrlies, rACUC funclisgn, 
documentation and protocol rsvicw, 


Prepared By: 

MARY E MOORE, D VM USDA, APHIS. Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector 1044 Sep-24-2000 

n n : f! i nd By 


(b)(6), (b)(7)(c) 


Title: 


RaEB s of i 


Date: 

Sep-24-2000 
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Inspection Report 


UNIVERSITY OF MIAMI 


U OF MIAMI SCHOOL OF MFD 


( R S 4 )(b)( 2 )High, (b)( 7 )f 


MIAMI FL 33101 


Customer ID’ ST? 
Certificate' 53-R<i007 


Site: 002 

(b)( 2 )Hig"h, (b)( 7 jf 


Type: ROUTINE INSPECTION 
Dale Jun-12-2M3 


Mo ncm-complignces denlified during this inspection 


No ren dialed animals present 


This was a focused inspection oi animal related laciiilies 


Prepared By: 
Title: 

Received By; 


MARY E MOORE, D V M USDA, APHIS- Animal Care 

VETERINARY MEDICAL OFFICER Inspector 1044 



Date: 

Jon- 12-2003 


Title: 


PesjB s of i 


Date: 

Jtin- 12 - 200 S 
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United States Department of Agriculture -UMMf 
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IjNIVERSFTY OF MIAMI 


U OF MIAMI SCHOOL OF MFD (HS4) 


(b)(2)High, (b)(7)f 


MIAMI FL 33101 


Customer ID’ ST? 
Certificate' 5S-R-00Q7 


She 003 

(b)(2)High, (b)(7)f 


Type: RODTIIMF INSPECTION 
Dale SepH)5-£0G9 


Mo ncm-complignces denlifiett during this inspection 


Prepared &y r r 

MARY E MOORE, D VM USDA, APHIS. Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector 1044 SepH)5-£OO0 

n 0 : o i v o 0 By 


(b)(6), (b)(7)(c) 


Title: 


R3EB 5 1 


Date: 

Sep-O5-£dO0 
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IjNIV^RSfTY OF MIAMI 


U OF MIAMI SCHOOL OF MED (R64 


(b)(2)High, (b)(7)f 


MIAMI FL 33101 


Customer ID’ ST? 
Certificate' 5S-R-00Q7 


Site: 004 

(b)(2) High, (b)(7)f 


Type’ ROUTINE INSPECTION 
Dale Jun-1Q-2003 


Mo non-compdiances idenliled during this inspection. 


Erni of report 


Prepared By; 


Title: 

Received By; 


MARY E MOORE, D V M USDA, APHIS- Animal Care 

VETERINARY MEDICAL OFFICER Inspector 1044 



Date: 

Jun- 10-2000 


Title; 


PesjB s of i 


Date: 

Jun- 10-200S 
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UNIVERSITY OF SOUTH FLO P I HA 


13901 BRUCE B DOWNS BL VD MDC02 

TAMPA, FL 03615 


Customer ID' 9 JO 
Certificate' 5B-R-QQ15 


She- 001 
(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale SepH) 5 -£OO 0 


2,31 W (1> (ii> 

INSTITUTIONAL AMtMAL CARE AND USE COMMITTEE (IACUC). 

The IACUC snail determine that Ihe proposed activities or significant changes m ongoing activities meet the Following 
reqLflrements: ThE principal investigator has considered aJIarnalivsS lo procedures Ihal may oauSB mare Ilian 
momentary or shghi pain or distress to the animals ar.d has provided a written narrative description of the methods 
ard snurcsK. e g. |he An m&l WelFera Infcrmalon Cfinter, usHd ladelermine that alternatives were not available 

Procedural change ?A7 for protocol #3312 nequesls a change in the method oF obtaining Wood From hamsters This 
protocol wa£>av:tiwod and appvuv&d by lha IACUC on 4/30,09. 

The request made was For retro flrbilal bleeding under -general aneslhes a 1 his method oF oblainng t nod is 
oorsiaered a oainful procedure The Pi only made a wn lien statement wh ch indicated that other methods were 
enviable. bul c d not provide a whiten narrative description ol the methods and sources user! lo determine Inal rn 
other alternative methods ol blood collection were avataole. 


It has bean reported by the registrant lhal to this date, no retro orbital biddings have bean performed under Etna 
protocol 

Gonad by September 3d. S006 
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INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC). 

A proposal to conduct an aclivty involving animals, or to make a significant change in an ongoing activity involving 
animals, itiual cbrita II a de^cnplian of procedures designed la assure llial discrMlilarl and pain Ed animals Will be 
limited to that which is un avoidable for the conduct ol scientifically valuable research including provision for the use 
o ,: analgesic. anesthetic, and tranqu lizing drugs whare ir :l r.ated and appropriate la minim, zp. mecnmlon and pa n In 
animals 

IACUC approved protocol K R 33B5 indicates that buprenorplvno will ba administered at least ones before all surgical 
procedure*, including biopsies 

As pari of this protocol renai biopsies are performed on some of the or mates These procedures are, however, 
performed infrequently, ft has been reported Chat tnere were only 2 primates that have unde'gone renal C opaies m 
iha last yeai Tho medical records ot both ?Tanlf? &. ?Cdsco? d d not indicate LhaL lhase 2 primates were given 
bi.nrenorphine. or any other nre operative analgesic medicationfs) Posl ogeralive analgesias) were, however, being 
administered as per the protocol and the attending voter narlan. 

Any significant Change (i.e.: removing the requiremenl lor pair relieving mediCal.-nns) From an IACUC approval 
protocol must contain a description ol alternative procedures used to assure that discomfort and pain be imiled to 
Inal whigh is unavoidable. These changes mugthgve Ihe IACUC 9 ? approval, and^hell have guidance from Jhe 
attending veterinarian, 
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HOUSING FAC I LJ TIES, GENE HAL. 

Supplies of food end tedding must be stored m a manner that projects the supplies from spoilage, contamination 
and vermin inhalation. S jLi lancet; Lliai are loxie la I he norih urnan primates bul IhBI are required lor normal 
husbandry practices must no3 be stored >n Food storage and preparation areas 

Some small packages of loodlreats-'enrlchmaot items that are delivered to Ihe facility arc first Doing placed on a 
countertop in one of the load storage rooms before ibey are redistributed to other food storage areas. There are also 
containers of soaps.'deanirvg agents LhaL are also on Ibis -coyntartoq and m very closo proximity lo Wiese lood Hems 

Items that are pcfenlially 'oxic id Hie primates, and which pose a risk of contamination of the fcad, shall be stored 
away from the food. 

The soajjs.'cloanirig agents wc-ra nrimediatdly removed 
Nn further torredion >s naoeseary 


Current Inventory £4 £Q Rhesus macaques, t 0 Cynomologus macaque 
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